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John! 


A« you kaov, mb vare intoreatod In gotting aeeurato floi»- 
notors for chocking the minlwai fuel flow on our oircroft- 

■^•'*p^*^*f** i« In the procoos of procuring for uo 

the Pottor tgrpo flowMter. In your letter of 21 to Dldc 
you ouggMted VO look into the Co* Kodol 6 DigiUl^untor 
• lowoWr, U^ortunatoly m bod taken action through oilitaxy 
(diannala to obtain the Potter inatrumnt prior to receipt of 
your letter. w-i 

conflicting arguaenta on the nerita of 
Mwal different iypea of flovnatering Inatrunenta. I believe 

^ Miitnay large teat bench 

r^uirenenta would be fully net. Howeeer, the ahortage 
of auch equipment and the apecial arrangeaenta neceaearyto 
opwa^ such equipment make it inpractioal for ear purposea. 

I believe we will be foreed to try out the Potter and if it 
doaa Ml BMt our requireaenta we will then have the Air Force 
look into the Cox Model you suggeated. 

I aa oowy that I failed to get a reply of f to you aooner 

Sf procuring 

^ Potter Bodel and then f ailing to inform you of our action. 

I appreciate your interest in asalatlng ua in tht a matter. 

Sincerely^ 
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